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1 block So. of U.S. 66, 89, Center of 
Flagstaff, Arizona 


K3739 


Phone: 777 

50 modern motel-hotel units. Tubs and tile showers 
Circulating hot water heat. , 

Mr. and Mrs. T. G. Enastrom. Manaaers . I 


irculating hot water heat. 

Mr. and Mrs. T. G. Engstrom, Managers . 
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- _ “Rest Assured in Clean, Modern Comfort” 
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Flagstaff, Arizona 



















